This  is  one  of  the  historic  churches  of  Ameri- 
ca, cornerstone  laid  in  1752.  The  bells  and 
clock  were  brought  from  England  in  1764  and 
the  organ  in  1768.  George  Washington  and 
Marquis  de  LaFayette  both  worshipped  in  this 
churcii  on   several  occasions. 
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